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y Integrated Disease Surveillance Programme CSVID- 19 
<5 Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 
Date: 09-04-2022 Health Bulletin Time: 6:00 PM 
Bulletin No. 792 (since 15t* March 2020) 

%@) Positive Today: 02 4 Recovered Today: 09 

4 Death Today: 00 & Active Cases: 157 

S*’Y Sample Positivity today: 0.07% R% Recovery Percentage: 96.05% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 92206 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 88561 (96.05 %) 


3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3214 (3.49%) 


4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 274 (0.30%) 
5. Number of samples found negative for COVID-19 today: 2880 
6. Total number of samples sent for COVID-19 testing today: 1603 
7. Total number of cumulative samples found negative since 01.01.2022: 1274907 
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Detailed Status of Sample Tested 
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Details of State Control Room 


E-mail: covid19statewarroom iuk@g yma —1i1.cc 9m, ids sp yuttarakhane ome nil. cc 9m 

















Toll free No: 104/01352609500 


a Whatsapp No. 9412080544 


Details of District Control Rooms 


01368-222213, 7302796031 

05964-297551 

01376-234793 

01364-233727, 7456003173, 7456003162, 8920456016, 7078301730 
05944-246590, 05944-250100, 05944-250101 

01374-222641, 7417162869 
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COVID-19 Vaccination 


9th April 2022 


*® Sessions Held Today: 689 

* Number of Beneficiaries Vaccinated Today: 6610 

* Total Number of Beneficiaries Partially Vaccinated: 8768530 
* Total Number of Beneficiaries Fully Vaccinated: 8061992 


*% Total Number of Beneficiaries Given Precaution Dose: 443880 


Details of Beneficiaries Vaccinated in Uttarakhand 


— : Last 24 hrs 


Cumulative 
15-17 15-17 18+ 18+ Precaution 
years 1st years 2nd ee ale’ 1st Dose 2nd Dose 1st Dose 2nd Dose Dose Precaution 
1st Dose 2nd Dose res 
Dose Dose Coverage Coverage Coverage Coverage overage Dose 
Cc Coverage Coverage 
overage Coverage 


rAimora [12705 | 28600 | 20992 [382089 [355261 | 6022 | sors | 9956 | 9758 | 3a8ss_ | sa [35 
Champawat | 4771 | 12730 | 7874 | 184220 | 170963 | 2254 | 2303 | 7577 | 7406 | 14328 | 72 | aa 


12-14 
Yrs. 
1st Dose 


42 
‘Haridwar | 8360 | 72138 | 34812 _| 1512267 | 1447301 | 17784 | 17607 | 48451 _| 48424 | 48704 | 266 | 60 
Nainital | 18029 | 49205 | 34123 | 756979 | 729169 | 14193 | 13828 | 20106 | 20146 | 44756 | 1042 | 140 
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